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Kennedy AU-Steel Tool KiU 



For MeehanicSi Repair Men, Railroad Men, Construction 
Men, Electrical Workers,*and Contractors, 

This Kit combines ligbtness of weight with great 
strength and durability. Reinforced at all points of strain. 
Formed from the metal, not stamped. Electrically welded 
throughout and double seamed. They are built to with* 
stand wear and hardest usage. Equipped with tray, very 
handy for bits, drils and small parts. Fitted with multiple^ 
change locks, heavy corner irons, strong side'catches and 
leather handles with steel cores. Finished in durable, 
brown baked enamel. Can be carried without buckling or 
changing shape of Kit 


No. 

114, . . 

Size, Inches 

... 14x 7x 9. 
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..22x11x13_ 




Kennedy Combination Case 



Combination Flat-top Case for Repairmen, 

This Combination Case is designed for use both in the 
stop and for ouUlde work. It is equipped with two tmys. 
The upper tray Is three Inches deep and has a handle 
which turns down Into tray so that the tray may be easily 
removed from the case and carried. The lower tray is 
divided into compartments for bits, drills, and small parts. 
Plenty of room in bottom of case for other equipment. 
Hnished in durable, brown baked enamel. 

Style No. Size, Inches Each 

716 .. ,16x7x9_ _:__ 6.50 


Empty Canvas Tool Rolls 



For Wrenches or Other Tools 


5 Compartment, •Ea., $0,90 7 Compartment. ,Ea., $1,20 

6 Compartment, ,Ea„ $1.00 S Compartment. ,Ea., $1,50 



Kennedy Machinist Cases 


The improved Kennedy Machinist Cases embody cUangeil 
which make them stronger, more durable, and bettarl 
equipped than most machinist cases on the market, I 
They are built to stand the wear and tear of hardertl 
usage. The drawers run on rails which cannot let them I 
drop out of place, regardless of the weight of their codpJ 
tents. Reinforced throughout, fitted with solid brasil 
drawer pulls, Corbin locks and side catches, leathttj 
handle, reinforced with steel core, and protected by solid I 
corner irons. Finished In durable brown baked enamel, -I 
No. Size, Inches 1 

. . .... i5%x7xl24 16Jdl 

519* . .19 xSxl2^ .,,,,..17.5^1 


Kennedy Tool Kit 



Made of heavy materia], equipped with a strong, con¬ 
venient tote tray, 20 inches long, 10 inches wide, and 1! 
Inches high. Long enough to carry a 21-inch speed wrend^ 
and large enough for a» complete assortment of tools, but 
not too bulky to carry. The tote tray has a strong handla 
that fits the hand, and a partition which Is convenient for 
sockets. Ideal for work in garage, repair shop, etc. Fix* 
Ifihed in durable, brown baked enamel. 

No. Size, inches Each 

20Q. . . .. 20x10x13.,,,..,, ... 7.25 


Kennedy All-Steel Parts Cabinet 


For Garages and Repair Shops 

Keep your stock of bolts, nuts, cap-screws, washers, and 
small parte in a Kennedy Cabinet where you can find them 
Tvhen you want them. 

The sixteen drawers in the Kennedy Cabinet can be dl* 
vlded into any size compartments desired to convenient^ 
carry this stock of small repair parts by simply tacking 
light wooden partitions in the drawers. 

Bimensions of drawers: 6 Inches long, Inches wida 
2% inches deep. Finished in durable, brown baked enamel. 
No. Size, inches Each 

15D.-.22^x11 %x6Vi* ... mh 







































